On January 2, 1987, MSHA filed a supplement to its request
for clarification, and on January 7, 1987, the respondent filed
its response.  Thereafter, on February 3, 1987, the Commission
issued another order remanding this matter to me for the pur-
pose'of ruling on MSHA's request, 9 FMSHRC 193 (February 1987).
In its remand, the Commission stated as follows at 9 FMSHRC 195

This matter is remanded to the judge to rule
upon the request for clarification.  The judge may
conduct such expedited proceedings as may be
necessary for purposes of his ruling.  Any party
dissatisfied with the judge's further ruling may
timely petition the Commission for review of the
decision as clarified or amended.

In compliance with the Commission's remand, I scheduled
a hearing in Pittsburgh, Pennsylvania, on March 12, 1987, to
afford the parties an opportunity to be heard on MSHA's
clarification request.  However, on March 9, 1987, MSHA's
counsel advised me that the parties reached a settlement on
the remedial dispute in question, and the hearing was cancelled
to afford the parties an opportunity to file their settlement
proposal with me for my review and appropriate disposition.

On March 16, 1987, the parties confirmed their proposed
settlement, and they filed a Memorandum of Understanding
executed on February 25, 1987, by Mr. Edmund Baker, General
Manager of the Mathies Mine, Mr. DeLisio, and Mr. Ronald
Stipanovich, President, UMWA Local 2244. _The pertinent terms
of the settlement are as follows:

Mr. DeLisio's daylight shift starting and
ending times at the Thomas Portal will be changed
to 7:30 a.m. and 3:30 p.m.  The change in the
daylight shift times will apply only to Mr. DeLisio
in his capacity as the designated miner for walk-
around inspections.  The change would not be appli-
cable should the mine examiner's job at the Thomas
Portal be filled by some other miner who is not the
designated miner.

Mr. DeLisio will make a good faith effort to
promptly begin and proceed with his underground
travel.  The Company will make a good faith effort
to minimize traffic on the haulage line during the
7:30 to 8:00 a.m. period.  It is anticipated that
such efforts by both parties will enable Mr. DeLisio,
under normal conditions, to reach the Linden Portal
in time to begin the walkaround with the federal
inspector.
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